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Hr.  T.  a.  Rainer. 
Hr.  F  .  Poole. 

Hr.  T.  0.  Taj'Ior. 
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R.  Fanes,  H.R.G.l. 
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Clerk  to  the  Authority. 

Port  Medical  Officer. 

Deputy  Port  Medical  Officer. 
Deputy  Port  Medical  Officer. 
Sanitary  Insp  ector  . 

Assistant  Ganitary  inspector. 


Toi/n  Hall , 

Working  on. 

March,  19425 


Dear  Hr.  Chairnan  and  Den  tier  ion , 


^  ^  w-1.  r  ^  ^  w  —  - - - —  j  y 

Furtliernoro,  in  view  of  the  present  onercyency  tlie  Minister  suggests 
that  the  Report  should  not  be  published,  a  snail  lumber  of  copies 
bein'-'  reproduced  for  the  necessary  nininun  circulation  to  the 
Authority  and  the  Ministry . 

1  •  Anount  of  Shipping  entering  the  Port  duriny  the  year. 
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1  /ator  Supply _ 


Tills  service  remains  the  same  as  previously  described . 


3 .  Port  San i tar;/  Regulations,  19J33 . 

The  existing  arrangements  have  continued  to  v/orl:  srioothly . 
During  tlie  year  the  Ilastor  of  ono  vassal  roportod  illness 
during  tho  voyage.  Ono  nonbor  of  tho  crow  was  found  suffer 
ing  fron  rial  aria  and  pleurisy,  and  was  ronovad  to  Hospital. 
Nino  o  tho  retorts  of  sickness  we  re  received  fron  other 
vessels,  but  all  proved  of  a  non-infectious  character. 

Tho  question  of  vemin  on  vessels  continues  to  receive  the 
careful  attention  of  the  Sanitary  Inspector. 

4 .  Measures  against  Rodents. 

All  vessels  wore  jx uni nod  for  tho  presence  of  rats,  but  no 
trouble  was  experienced  in  this  direction.  The  Port  has 
not  yet  been  recognised  as  an  Approved  Port  for  the  issue 
of  Deratisation  Certif icatos ,  consequently  delay  and  incon¬ 
venience  is  experienced  bjr  liavin  ■  to  briny  Officials  fron 
another  Approved  Port . 

5 .  Hygiene  of  Crow’s  Spaces. 
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Tour  obedient  servant, 

R0B.2RT  ■/.  ILiCPNJSRSOIT,  II. D.,  PkP.H . 


